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Dashboard Detection Report 



Report Details 

Report By: Christopher Nevin 

Time Frame: This Year 


System Count: 8 
Total Detections: 273,611 



3 


Contributor 

System 

Detections 

1 

ChandlerProxySystem 

62,399 

2 

KX232P57550211 

54,229 

3 

6FKSA76198 

44,540 

4 

6FKSA76208 

40,634 

5 

6BKSA61190 

29,504 

6 

6FKSA75877 

26,560 

7 

6FKSA76226 

11,663 

8 

6FKSA75881 

4,082 
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